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C. UNKNOWN 

D. NONE 

E. CONTRAILS OBSERVED FROM 26N TO 35 N. NO FAT OR ALT RECORDED 

F. PILOT STATED WINDS WERE NOT ACCURATE* NO ESTIMATE OF ACTUAL 
WINDS. 

G. 38 SCTD* 128 SCTD HI THIN BRKN, VSBY 8 , 230/04 
He NO TRACKER READ OUT DUE TO TRACKER MALFUNCTION* 

TOPSECRET TOR* 070826Z MAY 67 
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